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km Isyer « ^hanisally, the keyer is approximately 50% 
completed but no work has been starte d on the electronics# _ 

stated that tide work will now 
begin since the writer has supplied information on the voltages and 
currents to which the keyer will have to eontrol.'fche information given 
is ths keyer shall be capable of keying voltages up to 100 volts de « 
20G milllaroperea. these figures are only a maximum, and voltages 
and currents below this figure shall be keyed by the KS-8. 
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5, tape C&rtri 
Engineer, informed! 


jFroJect 25X1 A5a1 

Ls company was going 
to modify the locating pins of their cartridge and would supply the 
neosssag^nfojgjation when these modifications were completed. Work 
isiHPPH tape cartridge will be held up until this Informa- 
tion is received. 



25X1 A9a 


0G-E/K&D-EP/DWR:wlj (31 December 1958) 
cc: ^.R&D Subject File 
Monthly Report (2) 
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